DR.  SEELEY  will  be  at  City  Hotel,  Albany,  N.  Y,  3 Days. 


TiSS  AID  BANDAGE  ESTABLISHMENT, 

No.  3 Ann  St.,  New  York,  and  1347  Chestnut  St.,  Philadelphia. 

A Large  and  Complete  Assortment  of 

SILK  ELASTIC  BODY  BELTS, 


j Made  to  laee  or  buckle. — Worn  with  great  comfort  in  cases 
of  Pregnancy,  Abdominal  Weaknesses,  Tumors 
or  Corpulency. 

Constantly  in  stock  and  made  from  measurement  for  any  special 
case,  a superior  quality  of  Silk  and  Thread  Elastic 


STOCKINGS,  KNEE-CAPS,  ANKLETS,  Etc. 


FOR 

VAR100SE  VEINS,  ULCERATED,  WEAK  OR  SWOLLEN  LIMBS, 


SUSPENSORY  BANDtSES. 

Great  Variety  New  and  Improved  Pattern, 

Special  Depot  for  DR.  CUTTER’S  Improved  Patent  Suspender 
SHOULDER  BRACES. — Most  comfortable  and  best  Brace  known. 
A large  and  complete  assortment  of  Leather  Trusses,  different  pat- 
erae, Supporters,  Crutches,  &c.,  at  greatly  reduced  prices. 


SPECIAL 


FOR 


PALMER 

^nts.  best  m 

V PRINCIPAL  OFFICE 
1609  CHESTNUT  STREET 

PHILADELPHIA. 


DR.  B.  FRANK.  PALMER,  Pres1  A.A.Limb 


AGENT 


THE 


LADY  IN  ATTENDANCE.  PAMPHLET  FREE. 

ISTKEMEMBER  NAME  AND  NUMBER.*^ 

[over.] 


DR.  SEELEY  will  be  at  City  Hotel,  Albany,  N.  Y.,  3 Days. 


TRUSSES  I 


I.  B.  SEELEY’S 

Truss,  Supporter  and  Bandage 

ESTABLISHMENTS, 

No.  3 Ann  St.,  New  York,  and  1347  Chestnut  St.,  Philadelphia, 

EXCLUSIVE  MANUFACTURER  OF 


Seeley’s  Hard  Rubber  Trusses,  Supporters,  Pile  Pipes,  Etc. 


STEEL  SPRING  COVERED  WITH  HARD  RUBBER,— Used  in  Batting. 

Fig.  1. — Adult  and  Infant’s  Single  Truss , “Riggs’”  patent,  grooved  pad,  re- 
lieving cord  from  pressure,  used  with  or  without  strap.  Nos.  3 and  8. — Pads  of  this 
figure  (convex  plain,  convex  ball  and  socket)  set  screws  are  applicable  on  Fig.  1 and  2 
style  Truss.  Fig.  3. — Truss  applied  from  side  of  Rupture,  strap  attachment,  Pad 
. reversible,  with  set-screw.  Fig.  4. — Same  as  Fig.  3 Truss,  with  ball  and  socket,  set- 
screw. Pad  attachment.  Fig.  5. — Rouble  Truss,  of  Fig.  3 and  4 style.  Fig.  6. — 
“Hood”  Pattern  Truss.  Fig.  7 — Umbilical  Truss.  Fig.  8. — Hard  Rubber  Rile 
Pipe . Fig.  9. — Prolapsus  Ani  Supporter,  with  Hard  Rubber  Pad  and  Springs. 
Fig  10. — Hard  Rubber  Abdominal  Supporter.— L ightest,  safest,  neatest,  most  ef- 
fectual and  best  Mechanical  Supports  known. 

“seeley’S”  ii  mm  mu  cures  rupture, 

Retains  the  most  difficult  with  ease  and  comfort. 

100,000  Now  in  Use  Throughout  the  Country. 

PHYSICIANS  and  SURGEONS  use  and  recom- 
mend them  to  their  patients,  and  highly  approve  of  their  spe- 
cial advantages — cleanliness,  lightness,  safety,  durability  and 
perfect  adaptation  to  any  particular  case  or  form — hailed  as 
a comfort  and  relief  by  all  persons  having  had  experience 
with,  or  knowledge  of  other  instruments. 

“SEELEY’S”  11  mm  ABDOMINAL  SUPPORTER 

Belief  and  cure  for  Female,  Uterine  or  Abdominal  Weaknesses, 
Corpulency  or  general  Debility. — Very  light  and  comfortable. 

“smrim rib.  pile  pipe  cures  piles 

Affords  immediate  and  permanent  relief. 

After  twelve  year’s  practical  experience  at  my  different 
establishments  in  the  Cities  of  Chicago,  Boston  and  Philadel- 
phia, under  the  patronage  of  their  leading  Surgeons  and 
Practitioners,  I feel  confident  in  assuring  correct  and 
skillful  application,  and  promise  fair  and  honorable 
dealing  to  all — without  untruthful  representations.  All 
goods  guaranteed  as  represented. 

LADY  IN  ATTENDANCE.  PAMPHLET  TREE. 

9®*  Remember  the  Name  and  Number.  [over.] 


